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2.131 ( c ) 

HM1IH.H10 OF JUilMALS. 

(c)(1} During public exb^lton, any anMrtal must be handled so Swa )a ir^mal risk of harm to the aniirud and to the put^ 
sttflicient distance and/dr banters between tfte anfmel and ihe genoal idewtog pitoBc so as to assure toe satb^ of 
animate and the put^ 

*An 8 month ofd ttgiN was exhtoitsd to toe piMc witoout suffident dstanee and/or bwrters to assure toe safehr of the pubnc. 
The dger was led down a wedfcway passk^ by the puhUc to the frord of a stage. Although the tiger was eeeured to a cable on 
the gratmd ^len wattdng and aitolbltsd, toe cable was noted to have signideant play to it A metal barrier approodmatefy 3 leet 
high was in plaoe. rto attendarde were on the utoience aids of toe batoer. The proxtoitty of toe figer to the public when the 
animat Is to the waAway nece s ^tates additional security measures shotAi be taken to ensure public safe^. 

*A cougar, apptoidmalaly 8 1/2 morttos eld, was exhibited to the pubfic on a chain leash behind a barrier appHOxtototoly 3 feet 
high. Insufficiert distance eodstsd between the puUtc and toe animal to assure toe srdaty of toe public. Altttoi^ a sito-ackilt, 
the Size and awveness of this antotal mandates that additkmai di^nce, banters or security measures should be 
imi^emwled tor pubfic sato^. 

Suntdent distance and/m’ barriers must be to place when exhHbittog ^ngerous animals to toe puMic. 

Corrs4 by: Ml futore exhibifion of large faltds fdangerous antotals.) 


Afdmsts insperted: 1 Uger, dTIgers, 2 Skunks, 1 Orsngutsn, 1 Gtbbwv 1 Cougsr, 3 Bln(«<t>ngs. 
EhI Interview conducted. 
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